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BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


RADIO CALL TO ASSIST F-B-3 AT 1260 VINE STREET ( EL 
POLO LOCO ) REGARDING A 415 FEMALE. ASSISTED. 


RADIO CALL TO ASSIST E-50 AT 5920 CARLOS WAY 
REGARDING A 415 SUBJECT ON THE PROPERTY. 
ASSISTED. 


BUSINESS CHECK AT 5901 HOLLYWOOD BLVD. ( STORAGE 
CO. ). SPOKE TO EMPLOYEE CARLOS. ALL CHECKED OK. 


BUSINESS CHECK AT 6051 HOLLYWOOD BLVD. ( THE 711 
STORE ). SPOKE TO EMPLOYEE MYRA. THERE WERE NO 
ISSUES AT THIS TIME. 


RADIO CALL TO ASSIST F-B-3 AT 6250 HOLLYWOOD BLVD. 
( THE W-HOTEL ) REGARDING A 415 SUBJECT ON THE 
PROPERTY. ASSISTED. 


CITIZEN CONTACT AT 1627 EL CENTRO. SHE NEEDED 
SOLID QUARTERS TO CONTINUE TO PARK TO A CITATION 
OR TOW. SHE WAS ATTENDING A DANCE CONTEST. SHE 
WAS VERY GRATEFUL. 


BUSINESS CONTACT AT 1820 CAHUENGA (THE LAUNDRY 
LAND ). ISPOKE TO EMPLOYEE RAMONE. 


CODE-7 


CONTACT/WARNED TWO SUBJECTS FOR SITTING ON THE 
PUBLIC WALKWAY IN FRONT OF 1600 BLOCK OF VINE 
STREET. THEY COMPLIED AND LEFT THE LOCATION. 


RADIO CALL AT VINE AND HOLLYWOOD BLVD. 
REGARDING A 415 GROUP SITTING ON THE SOUTHEAST 
CORNER. THE SUBJECTS WERE GOA. 
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BUSINESS CONTACT AT 6652 HOLLYWOOD BLVD. 
( HOLLYWOOD ELECTRONICS. I SPOKE TO THE OWNER. 
ALL CHECKED OK AT THIS TIME. 


BUSINESS CONTACT AT 6630 HOLLYWOOD BLVD. ( HIGH 
TECH ELECTRONICS ). I SPOKE TO THE OWNER SAM. ALL 
CHECKED OK. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( H&H 
PARKING STRUCTURE ). I CHECKED SEVERAL LEVELS 
FOR LAMC VIOLATIONS. NONE OBSERVED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
WORKING ORDER. 
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